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*aT?nj qfcarT ws^mot aiarw* 

(wm*a faaia) 

afaTTar 

Tftfcat, '2 6 art, 1992 

TfT. *Fi. f?T. 352 (af) :—mWeT sfa SWWa atatff faaa, 

i94 5^r aV aaraa tr* % >rf<m faanl w fa*aRrflr* 
r rT 3 7T Ti fjr% iwiwtffip:, aftafa atraaraa aiatft afirfaaa, 
nun (i94o=Pr 2:1) =Pt arm 12 aftr ottt 33 5 Rr wt 
rrj-f^ qi ^qVn TRa jtt, aftafir aTrarTfr aarearR ifri if 
qrpijf trt % T^ara aarar arnFfV ft, na airr s-T aftsiTaaR 
rf^ Tpfl aifTTifT ar Ti'raanf ^ fat) aTrflrra frar ^rar ft, 
fa aft: -jra aaTfra ftrT tfr anwar ft air saft; 5 Ttt *Ttf 

^•r vr wr.fr ft Op ttt fimf tt <T*fr wrfiar *r, fiwifr 

jrif Tjarra- qrr 'JrfH’.r, fim a? afippvrr wifra vr wraf ft, 
^rti «PT -jttw ffit arrfr ft, ‘iawm far wfr 

Tfirif^ TT TT ' 7 T% ' T°TrT fftTR f*PTT irrqTT | 


rfa vrrmf ar rmTff tt, aft 'jafra ftfrrafa far ’rftwfir 
r~r aarfw ftr Tiff stt snm Owff iff ansra farfr safar fr 

TW ftfif, %afpT aTTK fftTR T^ifr ; 

vtrrftr nr rjiTt?, af* arfft iff, arj<Rt irN’r, srroi irj?r , 
sftt TfrTR qrsTrw itwwm, faaf»r war, aft f*?sf <pt 
aff arr wft ft 1 

jttipt faaa 

1. ta fatftfi Tr a %'6 aw sfWfb sfR srartra maaft 
(aataa) faaa, 1992 ft 1 

2. arWh aftraaraa aratft fVa, 194s (ftraf *a% 
aiara; aaa f>wa tarr aar ft) * Pnwysif :— 

(i) afr 4 Sf, “w^fft'' a*af ftr ^rra tt "anr loar a 
fafafe afWRarat aft ’affTR” a*r, atrr artr mx 

T^ TTrifft ; 

(ii) arfaqa {1) *f, "n^ia'r a 1 ' ir*r sfR wvr % rrm 
tt "arr iot sfh tra^r a" wa sftr ^7; 
T*ft arirfif ; 
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[Part II —Sec. 3(0] 


THE GAZETTE OF INDIA : 


a. oti fwflr TO ffaK 75 ^ TO ^rffaiTO ( 1 ) fa, 

vm aftT mir % tfq-R T7; "W 1 07T far fa’ W*T, 

ST^t fak 3fa TfJ srrftt 1 

4. fwfr TO fairo 7 GTOTORfttfkFfaF *tpt fa "^wjfar 

it'' ark tpiTT TOtRR TOT, 'faTTO 1 (VI fak *r^?£fafa’ VM, 

afa afk wr 7 # affair j 

5. ^rf ffafat % *THT l 0^ TO TOTTOR, ffaRftffeffl *TR afk 

ffarro 3Rwffaa fat Trqft, :— 

"UK 10 -fa' 

'kfaft TORTO T%n fak TOFR TR *TfaT TO W, farrT- 
RR, sfa^R TTOT fTOTTTO TO fat faftflfa | 

1 2 2*r—fan % fat tot ffaTTR TO fft3 ftfaf w* 

’Tt *ttrt ttr *rrTOf TOqfaTFRT TO fat tr tTO TOfa^PW TO 

faj ’fafafa ^ srfaT tot wr i 

(1) -r^n to TO faRRT % fat fafak wt t*r *rTOt 

% fftfaW TO fat jRflffa tfa JTr 3*1% ^tfTOrR 

% fat TR-r^rr w 7 % ‘wrfR ffawr ig^rR 

sttFwttT TOisr»t 27 -wfarr ^ri»rr afk ttTO sro 

goo*?. TOr *r?tFr TOR afk tj^t ffafteror TO fat 
300 * 1 . fayfftfrsR TOr *rr *;j*rfai TO^rffakR TOt 
wr fa 2oo *5. TOT TOR ^ftt $Wt: 

RT qffa sfat^TOT *R9Tfa TOY RTifa % *TlWFf ftwr 
ft far wFr % (1 w % TORt srrTO ^fftht TO 
fat srfaR totrt J eft jrctF^ TO ^’urq % fat 
*faT TOR 600 IT. W fftfaR TOR % wfafaR 
Ufa ifR R TTO *TR TO fat 200 R TOf ST rt 
ifffafafl TOR TOY ?M : 

TTR JR fak fa rsR TO % ^'RT % fa 3 5KR 

2s if ff-^rfawTft T'qq ^jtFr qft 

^TfatR (l) ip tfBfaT ITT^FR ** % faq ^'T 

27Rtt srFT^r ^T^rr sft^ to ^ W m to qr T 
^ptt^ qnRr *?^r to ^rr^fT to ?rrtnFf 
*?t£ ’ft ^fr*ft ?3r i 

(2) ^F^ s^STfaT FtoFto,r^: ^r Tt WTfft $ ah 
faTO % TTEft^ srr^t *rf st^Fr ^fr 
sttr qr fa3 ioo^, ^tqfai htot pftnt i 

(T) Tt TrFrfffa*? ir^t % far^^faT ^ fa3 

fotft ^TTOfRsrrfr sttt fa3 ^rfaarR %»tr 

ifrr^H ^ Tftftro to % fa3 15 ^. 

*r«ft ^tor 1 

122 -HJ—r?R TO ^ TOTR^ iTr TtlTO TOf 

ran TO^rf if: f^rq q^?rn^ ^t afrr 

WTj 5 Tf^ TO ^Tf tfTO 3 ? fa 3 VT^r I 

ppft TOT 4'^ % TOW TT Trot TTTO TOTaftr RTO TOT 
ir^TO % ^ fa3 ■TOflffa TOT 2 8 T # ITfft ^ SO^ft I 

28 T if WTjffR f ^3 jTFT TT TOfa H^faTOT T *j 4 
qroTO: frtTfafiT unff to tttr ttrtt :— 

(i) fam TOT To ^RT TT TOT TITO TOT ^b: TFTT 
ttt TTO4 TO TTTOTOT fTOfft TOTT 
T^T % # faTOt TOT ft TO rn^ n^n TOpFT C>TO TO 


EXTRAORDINARY 


'J^TOfTOT TOiTOO fjft ’fftr TO njr TO.TO.riR, fytf[ 
toto tor tot faftron ^Rrro^t pt rflr tot frofTOr 
ft-TO % ’TlTOT tot if qrfa T^Tft TO fi TO TO 
totot gTr, Ttfar fafa ^ftr toStott qi^aR % #r 
faro TOW I TO TOT % TfTO— 

?f|TTT from*, tot % ^ff qFr TO 5 br ^ wk tot ttttt 
^ TfrfTO fafftw fr^n=M to <rofro stft rfk 
(fTTO 1 

(ii) TTO ftw 3 ! TO TOT' STftTOTOT Tt »pft flfowrt 

to^jto ft* fafft % fa3 ttIto tott, tot yfkTOTOT 
tfr TOT^TO 1 5 TTO ftfaqrm % fa 4 ’OftfaT 

ptot, WTjftr ^qro^: to TOkT TO^ft ‘Virw 

1 275 T ^ftr To 1 2 *r ft f^TO TOTr $ I 

(iii) ’TOJTpfr ‘R TT WT 12 7 ! ^ftr/TO 12 ^T if 

fafrftro TiftR T^Tfa~r TO^rrkTOT qft TOTOTO 

* • 

T'iro ^ftr TOirr 1 

(iv) TO^TOP TOJjf TOTO TOT ftk TOTO 'TOT TTOt % 

^toTO 7 .^ % fait TObT wi <Tkrr 1 

(v) «rr^fa toviimh' TOFtrrofa TO, Tk ftm TO;ft tft 
^tt q?t qrrr, tort tot qr ftft tot i?ttto 

*ftr, faT^r Vjcf ^Tft qfr WTOTf ^ f^TOiTT TO RTOf 

wfar Tft* Trfasr fftro tot^t % fat tt^tt ^far 
ftk tftt ^rRg- CTO 51 TOP: 3 RpT ^(TOff % mTTT TO 
far ■HTOTTf TO fafaf TT iffrT TOt TOfaft I 
1 2 2 TO—yromfro «ft torttF^ : wr 28 TO ?r^rf c T tot 

SPTO 2 (S^ TO TttTOT ^TJ?rffa W TTO fa tTO Tfa ffafirT TOT 

TO TOT fw TOTOT tTO, ^TO Tt TO 31 fWTO TOTO WfaTTOTO 

fitoY faroTO T? ft TOt S’ TOT - ’3TOTOT TO4fa^ n r fTOTOT TOTOT S' I 

122F—TO^rfar tto TO ^4 faftarro; w 2 sto to ^rprffa 
TOTO TO TOT *r«JJirM TOTfTTOTR TOTO TOW TOT, ^f TOTOT^TOfft, 7 TOT 
4 to TO TOTORTO TOT TORTO TOTTT RT yftr TORT TTOTO TO^TOf TO 
TOTOWTOTO TOT TORTTO $T, TO^afa ’roWft TOTTTO fTTOTOTO WR tfa 

7 Rq yftrofy fafarro toto^to TO toWto ffttfaTOf gm tototot 
m TO fftfaaHTO TOTirnrr Rt ttot TOto TO totttr tot TOjR tort 
74 T TOT TOTTTO TTOR T^TOt TO TOTO^TOvR TO fat TOTOR fat TOlTO 
TO fat TOmfroT qfrTO 7 ' tk ttttot tt faftarr tor qfa 
fafttfar fat tor tor Wfa TOTOrorfa^ tfk tor T^farTOr 
TOTOTOlfaTOR TOV ^faTO TOfTfat TOY TOTTO I 
1 2 2 3 T :—Ffarw SRT ffarr ■ 

ffatarro, fafa^TO TOY Ytorto Wrwto ffaiTO wm 

TOifftwr Tot r tfair/ r ttt 1 

12 2 - 3 -“TO*^mTO TOrfUTOl Ff 5 *PT TOMl£ TOT ft TOT TO t TO fa TOT ' 

(i) TOfa TOTOPTFR TOTfftTTTfV TOTO, ftfa TOfa TOPTO TO TTOTOTT, 
TOft TOTfet, fat TO 7 TOTTORTOT Wf, TOT TTOTRT ^f 

tottot t fa srMTOroro TO 'tRR ffaml TOr sfasmeff TOr 

TOR TOT faror TOTOT & rffa TOTOTOfTOT TOr totT »fk 

r J - 3 

TOfafaroro TO TfaR wt toto frorotf tot tot^r farror 
TltroT fa TOT TRTO 28 -TO ft ^RTTfa- t TOTOT 1 

(ii) fat ^ 5 rm TOrfawr TOTRnmr ^ ftr ^rf Sfa 
TOT TOTTOTT TOV TOTftjR TOT fan S(V ftfa TTTOTff TO 
TOrfaT TOr far tot cirri’ TOr, fat TOffa ftt tr 

ft qfa TOTT TOTTT W^TTO | f SnTOTTO TOT ^RTOlfa 
TOtot fak fftfrw ffafk TOr rf fat wtrro TOrfarr 



faRfa mm ; vwmm 


*3 


[«rorn— 3 (i)] 

1 2 ‘2rZ —faTO# % ’T^ptpt faYr *nTOr; 

qffa totTO fa TO TO qfa srrTOr far qtfaajfr fa 6 ot 
far TOm v TOr TOaqv srqjrrqq inform far q$ *jqqT fa 
TO ft ffa TOftTO TOP <f# ®r fat »rS ft TO; Prfa ot-ot 
5ov. TOm fafq tft ott TO ft fat smarm sTOaTOr 
TO: Pt#ot qTO % q<mTq w q? qqimq gr TO tt ffa 
smTOr fafa fat i 7 T# TO *r fat TO; ft, 5 t^t 2 S*t fa sfjTOt 
fa #rr i 

122^-TOi'*OT: TOfOTfa fan; TO^T ffarT TO qT, SFpTOT 
srrfa^r# faTOr arVfa *nw ffaTOr TOq TO tot TOfa 
U*im TOq fa TOfa fTOTO tw fa*jqq fa fTOTOr qrrr 
qfaqr TO qfc q*m q? *nrrmq ftr airqr ft fa qqTOr fat TO 
TO ifTfefarJTTT % TOq qqrq ^ ffaTO ^ qppr ffaqr ^tt^t ft 
TO ffaqr TOr Tftm far q? jot 26 ^ faqfato™r qq qqiOTF* 

% fam I 

1 22-flfi—TO TOTR 3RT TOT TF^r T fat spflvq TO fa faq 
qTO ffafa sFprfm qgff far q$ qr farerfar spjirfoT m qTOOT 
q«jt faqr m\ |— 

sr^q 2 sq qr 26 ^ fa fat# TO qr sqfa ^faTOqr q 

TO ft TOfaq spj^nqq TOfaTOr grn qrfar qrTOr fa Krfar 
®qfTO TO T TOq qrcq stTOfai TOfar fa 30 fTO fa TOr tot 
*FftR far qfara* qRqfam TO tot trttr qnrfa if TO' at fa fa 
far srrqm ttw ark ^Fr^rfa^ rq vm# if 
faqiq rrm vrt ^1 ww % wtft w ot>t if far» 
qTfar qrr afr ^ ^rfaFT nq# 1 

122 ^—fa4r ^^irfM'ar# % fan; 

qrfarrfr «rt fafar rR^ <r arfa 3rfar ^rfapOT ^tr- 

*trTfr— 

TTfa^^ f^rr ^ fanr qr sfir^ ^Tff *rfar faq RT 

^ft % mfFr arrq n^ ftq arfa it 

yf ^r 5qq?rpq sr^r Tf^r qfar ^r^fa ^ Tkrq, ar^ff #rfarfa ~ 

^ 'fpprm jrrfOTrfa qff ^far ^ fatr qr fr *1$ jft- 

sifar H fafaPw qfRR ^ T^tfarq qr Trfa^fa, farn^Wr^T 

Vm\?, i TT^^’T W fa^fT TO gqOT qff ^ot, aft 
qr ^jrPqtTffr grrr, ^ ^ faqr fa q;r Tpprfar 

^tfw^r ^ q^f^, #?fr fafarfa fa, ^ to ft 

q: TOOT % qqOT % faq Pft, qpTOTr FOT Wi 

122 -q OT^fa 7 ^ ^ far faro 

( 1 ) sr^m qrfaqrrTr ^?rfarsrrfa fa *nR«r ^rnrq qn 

nFR? fa % q?TO fa qfa ^r far qrffa fa^T 
arrF, *pf*t fa 5 °: 3 rr : T fafan ^rfar vro vx to % 
Ftffa arrfr qrr ^?rPq fa t* qr ^far wf«r % ffa 
#r fw, to q^rfa fa qr 

it f ?? fa qiqq, faqq q? fafirr ^ fa^far q:T q%qr 
qiq ^rfa Trq ir sqqfrfarTO qq^rfar .fa TO if it 
iTO fa qq qr FiTOqq qr Ffa far^ 4 qqm; qrr 
fqqqf $ fafa TOq q7T qrqq q*fa q qqq^R ft I 

( 2 ) fa4 ^fr fa^ ^[jr^TORr, fwtn Tr^faT tirffa r qi 
^ qR fr fa ^ sqffaq ( 1 ) % ^rTO qifa fa ftto 


^■qfa ot% vfnr ^r qrfar % fTO tot trtvr far 
TOr qR qqrqr far tot ?r^r qqqn ftfaw TOfr 1 

122-q ^fer far fa- 

SVOT 2 S-q it tqqfar ^ TO 1 W ^T TO 12 *T, 

far fa tfaffa ft, if far fa ffafq TO, fa rp^q if qsfffa 
farqfar *nqq ^fafa far fa | TO fq^rPTffa qr^iTT TO fa 
fatq fafat:— 

(i) (fa qijfaTOlft T*f?T far fa qqrOT qr fajof 

fot Tqq qr mqq qTO fa jtTOtt^ fa 
ffaf q# r -q qr^^rfcpq, qq?r TO faTO far 
TOR-rr qrTqr TO TO qqrq TOqr 1 

(^) ar^rPOTifai fqqq 122© if ffar^ffa^ qTOTO 
qTO faT ^ttvt farm 1 ^fakmft 
q^TO r ^ ^ 12W TO t^q if ffafqffacr 
?TOTq^ TO# 3 T TO TfvifRT tTO | 

(n) q^fm-qifa TOr far qfamTOr fa fa^ qiqq 
Tfq qj TO^rt q^faqr TO f% qfrTOf far TOq 
^ ^q 12^ TO i 2 fa fa ffaffafTO 
■ ~ 'qrqiFq TO Tffa^r T^qr i TOfa^r TO Tffa*^ 
fqfqqfq fal qrfa)isr fa qrq qfa far ’qqftr fa TO 
far aurrq | 

(ii) ^yfci TOr ^rfTOqq fa TOqq ffafar far iqfar^qr 
fat g;qqr fa qr ^qqr fa f*RT ffafaf far fafa qfTO 
fa, TO -jqq fa TOprmq TO ^ I qr ^ 

fa^fa^OT OT qi qiqq T^q q^faf fa Sfa?faTiJr q:T qnq 
TOi an Tfi ft, q-fa TO qforr qqr faif^r TO 
fTOTOr far TOqr TO qqrfa fa qTqfarqrRq TO qti^ 
fa TO TOOT TO ^ qryfaf *rr ffa#OT qrrfa far 
^t *qr 1 

(iii) ^TOrV TOkqq fa wrq fq^qq TOr ffaiw 
qfa ^r ffaqfar fa qrfarq rt gn qfar TfarfJTt TO TOTOt 
<pi TOot qiTfa TO ffaffaffaq F?nq fa qjffa fafa 
far ’qqrn qqT TO TOTOot farq^ ^TOrfWq q^far 
fa qfatqq fa TO ffa ^fefqqq TO OTfa ’qfarq 

qn; TOfaf fa tjqfatff qrr qr?rq ffaqr qqr ft qi qftr, TO 
artq*FTfr TO far TOr a ft qftfm ft 1 

(iv) ^TOkr t t ^OT qtTOm far ffafar Tqq Sfa fa 
fa^rOT qr Rjfa mqq Tqn qr qrqq Tqq qTOf fa 
st^r^Rir fa TO ^ r faf Pritw ^TOfr^ if ffafar far 
qf^TOq TO qfaRq fa TO qqqq qf r OT qr fafaq 
if ffaqr far fafa mpq^ qTOfaq far.fat^qprPq TO 

fa ’qq^iqq qcfwrfl far TO. fa TO ^ 
fqftOT far faT^nar fa qiq TOr nqr ft, qqq-qqq qr 
TOk TOr 1 

(v) w^fl’fcqcu^f faTO J TO q^rqq qjlTOfar, 

TTOrt qrTOTO qr fafa mTOitr far, TO tpFfviqq 
qrPr^rff qi fqq^’q qTOTO PrTO TOfer fa Pfa 

^ ^^ T,T?T ^ r 
qr^rfr qqq-qqq htTOTO TO, TO ott fa qTO 
qr:jq TOqr far fa fa qr^qf# jjp;i tTO fa TO 

qq^ TO TO: qfq fafar sft, far ^ qfiOT fa 
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'Iff f trit qwtft sNgrtfthqr, fq to: stqrq Pp^ r 
qqr $ i 

(vi) srrfsrffrtt qt fatm srfWrff far Fqftw 

tqr $ ?fr tfqirfamfr fftrtff *ft ?if $q/jjfq?qr faqtft 
vm ®fffrr jftqnFt g'riqr TOjif to rfhtqRT 

jrHj?v fror »nf tf w a 1 * h tft ftm vcro aftr q£r 
gif fim qftqT ft; faq ft* qftqt sf fn # 
w^infT, Jnfwrrff qr frofcrq jrrfsr^.rCr btxt TOqTOtft 
Mh it ftir qq/qfro % furor qf stifsrvfr qn:q Trot 
qm«rqw srht q qT fqqT n^r ft i 

(vii) tot/toetoj w^jrm srrfijqffr qr fqqroq srrfgqrTt ftt 
qf arrqqrtt ura jirt to fa /qqi4 % fqtfr »ft qq/qfqc 
ft: fqtfr qrq % qrt it Kpprrrq rnfirorfr qf Ortflpi 
grfEmfr qq fqcqtf to qjar | fq qf ?q fronff it 
fqPrfW nfftq, wfwft qT jtsto % arqqf ft: 

qff | #ffa tfgr fftftq toto ftft qq fqqq fqrt srrftTOir 
TOW ft tt fqqrq ftrqr affa Wft ffq *q fqsiq tfr- 
f^qFqq’f H ftqq ft qft; tot qq/qfqr % qtff qiq q‘f 
totot qqqr ftrro i 

(viii) JTjtffai % wtfrg fafafaq fqtfr TOwVtfsr qr TOr *q 
faqq qjfr faqr TOPqr q m ft tot% fqfqqWftr 
vqTrq-Rj q’j’ft qqfq gq TOTft: fuff qr qftOT qrft % 
f^rtr qrawp ^qkmfqqt * TOtfr q$ ft i fq% *tfa- 
Fttot in TOjirffa % trefrq fqfqfqq qtf *ft affafir 
Tfq^rfrq fafawr *qromfr % fwr ft: fagr fqtfr >ft 
iqftq qt qqrq/fqqfcr q^r tft arn^t I 

(ix) ^qPqtnfr wFtrrqqg 3th. ?q fqqqf ft: totohI tot 
< ftfr wftiffnt, gfft qr# ft, 3ft wfafqqq % awrrq 
4 ft: fftftq qiq *r qqif qf fft^ff fqqqf qfqfqfqqq 
ft, ftrt grf vhrr r rv% srft Fqqqf if fqr 3frr aft-m 
irtfwq ft, qft qqf3iqq it qqnqq^- qiqqrq ft: qqqrq 
q^(T fiqt i 

(x) qTprfcqaht qqq 35 it fT fqtrwq j^rr wqr qrh 
FqftW OT^t qqq fftqn: sfh qfrr qf q>qt ipf wfq. 
fqf%q qtc qft: i 

(xi) ^fiafft, ftqr afWfa ft: trrq rt, oft qrqq toot 
ft: wq*q qff | qfqq fqq^OT q^fq fftrr ttrqqrr ^ 
qw qhqT ftrTttr qftF ftq/tf’FOT q i 

qqq fqqqf qfr q^^fr q it: 

6 ott fqqqt qft q^pff ft: it: (v) 26 -q ft: q7qtf,Fqiq- 

Fqftrq qqq qqwrfftq fft.qr qqjqr, nqf^:_ 

“jrqq-26 9 " 

(fqqq 122 * ftfait) , 

qqq fttq ft: qqrqq qt tf^ qrqq wr aih qtqq tqq q^rt 

ft: qqtqrtq ft: %Cf q^jrfiq ft: q 4 iqrtq qt qqrqtRf 1 


l. qqrfqq fft:qr srPTT | fft q^rfiq tfqqc ■ •■■.*T qt 

."Ft' ..qr ftqr qftqT: if 

tqq qq ft: tfqrqq afh qjif qrqq wr/qrqq tqt qrqf ft; 

qqmq ft: frr*T 4t qf «ft, ftrFw.it.qq: 

ft: Fair qfiftOT Fpqr irmr 1 1 


2 .‘ qqqfWf qqqrff^? ft: qrq . 

1 . 

2 . 

:: . 

«tFpt . ftarrart. 

qqqrq. 

(^) qqq 27 if ?fN ir afh <hrmq: 1 *f, ‘Vj^Nt” »isq 
ft:t«nq to "qtq i(wr . if fqfqfer sflaFtraf vt ®h- 
qrt" iqiq, an: afh wot w qnfq; 

(q) qqq 27^ if ?M if ath ^TTqiq 1 ft, “spj^qi" ?fqt 
ft: FTR TO, "qtq 10iq ft fftfftfoj afhFaqf qff ®r?qrq;" 
q*q, ftq: fth wot vi qrrftqi 

(q) qqq 27-^ ft> qqqift;, fftrqFqfer tot afq-.tqrfqq hqr 
qfftqr, wqftt:-- 

"qqq 27-q 
(fftqq i22q ftfiiq) 

qqq ft'q ft: ftqrqq qr ftjft qrro ^qq fth in^ 7^ - 

ft: $ft qf qqft: qftfqtq ft: fftft qfftqq : 

*• ^Apt.qq ft: ftqiqq/sftq ftror 

qtqq fTfr afh qRq tfq qrtrf ft: srftnftq ft: fft^ qjqfftr ftft/ 
qqft: qfttqsqq % Fqft wrftqq ftqr j/ftft 11 

qftffitq ft: FqtT qriqFqq qrqq 71 R ft: qfq fqfqfq <5 
fmt qrft qrfft^ 1 

2. fitftw qftqrfft^q ft: qrq, q^qr fth q^qqi 
(q:) FqfftWT qftrqlfr qrqrq 

| ) qfftrtfr^d qft tt qtq 

(q) tqq ftft: qqfifqqq qr qrq 

3 . qftTO ath TOR fftflOT ft: fqrr 

^qTt I FqfrOT ftfqq qrtiTO---_qr qqrq ffft 1 

4 .*.$ ftf qftq vft< .qf 

ffttlOT qftq.fttiTqt'ft ft: qsffq qtqn ft: qrq 

qqr qn: ftt qf J: 

. fqrfOT 

q?qrq j 

(q) qqq 28 ^ ft: qtqfq, Fq^rfftfiiq qqq f wr 

arroqr, qqfy;:— 

“srqq 2 »q 

(fqqq 122® ftfirr) 

tqsr <q ft: ftqnrq/ath ftjft qrqq Tqq/qrqq % 

qftfqqq Fqqq qr fftroq ft: fqr^ ttwNn 

*nprfiq to qirqr.oqff qrtft qf| . 

••"■•”*■■'■ • qf.if qpTqq 

tqtrftq q tfqrqq/q^q qrqq qqr qT qRT TOT qqqf 
srttfqqq "fr (frotfro qrrff 11 - 
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3 (i) ] 

2. ^rftfcr faifair vr 

h . 

2 „ .-... 

X . 

;». wflrfa, swrfortTiff am rft ^ htto t<ft ^ff 

far^T fo-fajTWr w WTjjrfcr % TTsffFT fwr tot sf, 
fTOTT ir«rr fifW 3rkfrnw trr f<rw % farr toftt t?f, froo 
% fk'T ?r of tr^nrfe- >pr pm wf % wm jo nrfa^iT 
5^fr & i 

4. m^fF . if . ?PP T^’pfl’ i 

5. msrf^ tot af iff mf affr fair mf % TOsnfrr ? ^ft 
aftoftr 3ff? jrvrrKnr ’mnrr ErfaPm 1940 % srm ?wt>tt TOn 
faw'r if fT-fafTra' *) Tf<t i 

SWto:. 

itor. 

^rifr trt m ^rfri. 

srijjrf's vr m 

]. *r^rf=rT affr ptfWTflr ttf tt? snrnim, aft jt^t a'r, 
tFc^t tt rm *mjw arh- affafa tfr. swept ft wfr wfsiftw 
Msii frora fa# f^rfrw^ airr prfff m tt jtt^t fa^F tort i 

2, frortnr TT'FrfTTFT if fa# ' 4 r tItttt iff f^rr 
TTfir^rtr t?> toto # ^rrrfpfv i 

a. ’TTJrNai'n, spjjrm snfwrfr ttf TpjjrfRr ^ srsfPr #rrfcF?T 

T>f % TOT 4 fa# TfrT#F # fafaw TO if ^tof tot I TOr 
t 4 % ttt if #t tPt#t Ptf^tt tttt £ tt Titt oTsrfrT % pttef 
if T? tow tort fa to m Trfaa- ir (far mrtor # tIttor 
?ttt trfw if wfaT; ttRt jtfpt # toRf to fMinrw <i£*ff 
tRt TftT#r tot <rt tt# t?t % tw ir^«m snftjTn# if TO 
sfaFT if # FF^lfar T TOT TR # Tf ff l" 

7. TTT frq-T # TF^'r FT TT TOT- 1 2 TT % TTR TT, fTOTfafar 
'TT’T T<? srpfif, TT-rf^;— 

"«rr>T 12-T3T 

TTT % fTT wffaTT PIH, 3TFTTT TV'.' STR: 

TT. TTT TT> % fTTT WIT TfTETT 

?TTTT fT rn 100 EFT jflTT ^fTf ftr<Tif PPJ^PF TTrnr 3 f>f 
TTTTT Vf STTW ^ TT? tffT TRT yfif affr 
fmrwf^T ffRT TW ?fif, W«lfT:— 

(1) Tfir^TTTT affT faferffir qfrtsrr tf^ 

( 2 ) ■i'FTPfT^W <FW (Tf ^TTTrPjqrfirer ?>rr) I 

( 3 ) spffTO^T % fifTT tt«t (t^ Trmpj^Prff stItt) i 

(4) fT-PfWT afk HTTT W 

(5) srmrT ttst 

(d) TTTT 3 flT Tjfwm TW 

(7) Tff.fr.TTR.TT(r, affr rf^rTT 

fTT'TT: TTT T> tfr TPffT?n TT 4>1 TTTfT WTOT TT il' TTT 

arTTrsTir sfk ^flrT Tffflrff % firf %Tr ttotf i 


<T. 3TTTTT 

( 1 ) ttt ttjpt vst % ftrfp 

1. tptt TTT Tf : T^ SWJRT sffT ^fTOrTTO »T if 

T?TTT jffif TT(^ 3 fk TTOF TFTTTR iff FT^TT ffRT I 

2 . Tt FFrer wr 

3. TTTTTTTrff affr TdTPPFPT 

4. FW TRTFSff % ETRJT % f^TT tp^jj 

5 . stuffs—off 4° ir 6° if- % afrr ttthit toot wrr--farii 
frvri Trrif mfr (TTWfrr) affr xfarF ffr^f) i 

K rfRTT Tfff'R 

(2) CtftwfipT PWiTT 

(i) TFITT PfT'te tfm (Tn^fwr: TTR 1.052) 

(ii) (fr>fTifTOff?TTT) 

(iii) TTrurer Tifr ( 1.3 if 1 . 4 x 65 fmfr pAtt tt 

TT#T fTTO) 

(iv) ^ftrTTF ®T<%T*rf * farr TTT %TTT 

(v) Ffnfr jfunrfffipT pfrar 

( 3 ) tTFTPTrr affr tftuvtit-- 

(i) TTi^ff surfpfir< 

(ii) uPTfiffar Tff Ti^fifTrir r-f® t^tt % 

TTRiT affr PTTPrer 

(iii) (fTTPTif Tff 1 # FTTf {ff ) I 

ppRT WTtTR : 

(4) (TT) ^ tfff <ff % fMT^lTTPJPnT ®TTO !fRT T Ufm. 

H (fo^t ?ra) 

(^) <“01 nv 5 °r Biel'S I 

540 firsff rff^T—500 fppft wtet cW Tff afKTff^T WfW 

TTCff, ffwif fipTffcr fwraffif 0 if 500 fppff. ftt? 50 fir,Tff, if; 
afFTTTFT T?f T3TTffTRT TR^ TTiff Tf tPSTtf ^fpff I 

(JF) SffrT tT'IT T 

JfffTTTRTT «flFT fTTf’+foi TTTTtTR PJTT fftiTT afre 3T?Tff Tfr^T 
W ST*FTT Tff ffPff f% Tfppt PTIPR TTTF sffT PTPff <JHTF PTm TT1T 
TOfff T>f PHTTErnm ^TSTT afht srHITT4r<TT Tff pfrfiwr f*PTTT T5TT 
FFTT I 

(i) 100 fpFft"ff5T wr % %r Tifvfe SrrffTT «mr 

(<ff Tff ff)—TT fat? T)fT>fe tT O^ - J T-TTPffPT T 
(?ff pfr tff— r) 14 f*r*ff 5ffrr -sfnr T^firtr ?tttt i 

(ii) 100 fwf wf®r wr % fm tfrt firfr ^rffr iftir 

(TP. Tff. tfr 3 ffr ^ IT)—Tnif 4 f TO 15 frofr Fffm; 
iftH ^niT I 

Wr: »4HJlfMOTfT ^ ^ffffrro TROT Pp SlfTORTT m<T Tff 

4ttrf/ttt mf, qT/g;, opt. ff if prftprfTO prom tt w {ft 1 

( 5 ) RPT PTR 

^ITO ifror fTTOTfaiT TTrT WT TO Ijf SWR »f TT^ Tn^if I 
sfT (6) TTFrlETR WE 
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(is) PTOTm (zrVT r) > PT PT fotP PPT g^TT I 

( 16 ) pfa % ptet PT PPfal PP & FTO P^T % fteTOMTOr 


ftesp ter cfTTfe^r fatefte w tern te 

te tern if ^ 1 

5ft ( 7) JTFTTP PPTOT : 

1* wt^T mtefap Wn: fate pttp (ter ter ptp tqte r) 

t 

2. Pfa jrfflQM PJ+fa PT PTOFP telTvT 

3 . faptete faffa ter te 

4 . fate ft 1 m£. te. PTC te 

5. ttfjptep, terijMifan, terete, Pdi te mH pt tenwr 

G. te^ for* T3?frfw tr^rtfer 

te (8) ^1W^: . 

1. 4 % pam, nteter 3 fte, top rtte, te tern, rte Ptr- 

ter, f%P STTT, pfa ^TTT; 'H L lfa&d PP 

2- P$ (PPTP) % teter Jjte fapPT PTP ( 9 fr.ifr, X s 
it. *ft,) $t, TOTO W $ ¥$ % Pfa £P? 1.25 

it. te , ptp p, farte pfa £p 1 

3 . (ten ferc, fe^rr ?rrr nr^’i pt pp pt^t ter 

Ptte ^jfawm 

4. PRTP ^ PT flifan 

p> pttttp ter 

tetetete % wt?[ ptpt te ptop te % fante Wfi te 
impfr fate fa te fate sfc^-i teppqrte te tot # r*rp ifa 
it m %fan TOH ITT te 1 

IT. PpFTOTHT/^fT 

( 1) tfeTOT fate 4° @. tf 6° & , TO WT PPIF TOT 
ptp% fate tentem (frprfte) ptete $t 1 rfatede 
it * *TfaWT (fulfill) ter rfapP (*rete) 
^faiT $te I 

( 2 ) ^ft ^n^ff—fate - Pim ter wf’f'T ptpt 
teirjvro te 1 

( 3 ) top qtePrn ter term from % fan vM-faro te 

PTOP I 

( 4 ) TO 3TPP—»TO 3 7° *T. % fPTTT ^TTT 56 j *T. P 

fan i 

( 5 ) TSflTS TO#F *fr TOT it Rh TOP PPRT 
( 6) 3^qr^rTO fPPTO Pf|P I 

(7) ftrfafp p % fan tftoft PWf % fair Jrtfiflr I 

( s) pfapt it Pr q Wl % PtfPT % fan TOft I 

(0) fafa^ IPHTT ^ amtfap fq^P 1 

(10) fate (qfate) 

( 11 ) vfa tep te faP 3fb/pr tefa^ w? w 

PT ctte I 

(12) falter ^tott te qr^ ter i 

(13) ^tp^to pfa% Gltetfr. x sofp. Tit. 1 

(14) pp ter ^ 


ter Piter i 

(17) te qftepp mpp 1 

(is) pftera- nfojrp qrr^TP fan pmt 
tefte tew 

( 19 ) ^TP PR 

(20) TPP J jfaPt P pTPTPTP % fan tei, PTPP 
3 . tetete: 

(1) ptto rp ppfarrp ter: fifft, n ter fite, pt ter n^t. 
n te tet ^pp prar it ter tepr ter wt ptpt pPp 
to TOPtef it Pt, pter pptp, ter pfe tepfa 
PPteTT Ptfte ! 

2. Ph zrcfap ten: Pte ^tet ptpt ter ter m 
pt, pt ter te wpp^te % iff te, step pptp, fw 
tep rtete pt iffar te^n * 

3 . fafaifap % fan terte ptet p fan teptep faster 

% fan prfater ten i 

4 . ter (Cjfr) ptpp Ttejfap tern (ptr terp) 

5. PWf % fan 20 pfapp PT 30 pfapp 

6. 0.9 PfaPP PPP (ttfaq) 

7. im tefteT ter pfapir 
8 - ter teter ter tTro 

9, pftem te pvjft ter+te t npr-te i fatep pr fan 
ptetenr 

10. PtewmT pt tep pt ptptp ptp p fan nppfap 
JTT^TP pttp 

n. PTP 1 TP PPTP 

tedttep, fate mqpH ter pptp nfatep tet^r i 
bj* Prfap 

step rtt to it yfanfap pterte Pterfafte p f^- 
fafan pte ffte ter wte p^ptptp te prt pt fter Ptte i 

( 1 ) faterr terorte fate ptp n^-te.te.nn, fate 
ter ftete ter % pWt g pm pt tot te it pte 
pte pt ifr 1 mrP ptp top te teror, top te 
fcrrrtep ^ter fafami fa^tp te top p topp it pp- 
tep Fm it ppte jttp srfa uppp ten m%n i 

(2) pfarte^r te 

(3) top te TOtefapp fate pmnn nn £r ten^^te 
rm^op te ter tte "tot ppfprn ter prp nrfam 
ptp PTtete w^tp te 1 

(4) pptwtpt pptpp fate pm n^nn te pt te 

? r 1 

(5) Ptemmn terorr i 



[rtr 3 (i) ] 


RRR TO TTTO : 


1 


r. trrr rtrr tor to tTOstr 

(1) <R^rf^tTTfr =ft w fipfanTO TOTO ft: ^ rr TOTOYrr 

fa wr rrrjt ttfft tor mrTOn ^*r *fer % rTOrrr 
TOWJI R TOwfe 3ftr toTOr ?T7TFTR ffpT 
TO RTOfttR W R r TO Ttfaroff TO RPfaf % RWT £ I 

( 2 ) RR mi TO—HfeTO (t^rTOr) Y Tjf^T (<7SR 
Tferor)— 

5T%r spprfwrft rY snTOrr tor irfe: % rrR to, ^fr 
SpftWHT Y fet YtTOr RTOTOffRT FT WRR TO tor fa frife r 
feTT RRT$>in TOR YY WtWRT WJ RR*n{ TO TOtt>TO(rTO- 
rtTOr) Yijfar % fair Tffer w^n 1 TO Tfew TOY 

mfm wjtr TO Yrr rrTO TrfwftrfiffT TOY mtnfV 1 

few : 

L TOR RTRTTO TO TOR TO RTjTO TTF^^T (RfefT) R TOfr 
^TOff TO TOR TO RRR m!JPf TO WTTR; 72 TOY r*t 

RfefTTR TOT RFRt I 

2 . nram % fer nmfe tor tr fefr rY rr;r tt feft. 
'ttot rfi fen rtrt Rife i 

3. TOT OTtCTRT RR fe-ft Rt WR TT SRlSfffRR Y fen wY 
RFt ^PTT Rife I 

1. RRRTR RTTOR 

1. TOT fawT RTR TOt RlTOta 3Tk WTTO TOV RfepR 1ft *R 

ftwf TOYTnpfer "r ,j TOnsfe fafe TOY R#TOt i 
RfTOTO^r TOfa TOt 

(i) nfepg-—TOf srfeTO ^r, feY fer snprfeRnY 
R Wrt TOt rirt fr, fenfefer frfefert nfefer ifWt:— 

( i ) tot rirt Tfirerr—ftprir rr rwt, tot rtft TOY rttW, 
tot tirt rr tpTf fim rrTOY fafTOfaiRt, rtr r7ft ; 

iftmfefe, TOT WTO, fefefe Rffe, r#ffT 

nferR, tttt tor-rto, TOYrr rrrt aftr -jn ftTOY spr 
fTOT 1 ^ ffe TFT IfelT TRTT^tj 'TOTfrrT' | 

( 2) TOT TOHT TfsiTOT—fent ^TOT #W ? TfeR ^ fnfesTj 
fefrfer ^r wr tt jft afr/sTTT itto ^ #ffer % 
*ft. ^r, ’tnr. tot . TOTvffe—ift % Ttt^nr % ffe qiV- 
<ttr, tot tftt ttr faftrfen nfe, ^ ttot 
fenft (^fl’P^r/srfe'TTTWT fTTOR TfeT ; 

ffe; to in toto -jfr fefeTO ntwift 

sm wfer ^'f, TOrfro t 

( 3 ) fetro to— ftm# ’ft tor f^fer 

<TtTOT TPTOT, ^ <?t 3f[ / TTP" ’TO TO, ffeftnfeT TTO TOTT, 

niTOmt to tot, snrororf to to (to), ijfe/TOTO, 

TOTtTO fwr feftt TO toVt, TOTOT %■ fer rfe fj 
TOTfro j?T I 

( 4 ) tt 4 Tfr, <fV. ¥t totot/W % fer Tferofem 
TO To toVt, nw, TOR TOFsT sftr TOOT ^7 
Tferm fe to ?fr i 

(s) wro femrofr % ffe Tf totf— 

nferorro to tot, tro TOt to rVt srF wr *rt tot^ - 
tot TOr toto t 


( b) wr t?t -m %rm % tot T>fr % m ^ wtr 
fro^: TTO i 

( 7 ) ™r nftrror nfew Trfe^r j 

( 8 ) tort 3jf, ftrfer, ^Hifk^ 4ro, % *.q, ^to>t «ftr 

RHT RTT7 TO nfRRr "FSTT TOTRT I 
(ii) Tto 

fto % smjTO «r rT Tot tt frorfFTfarr fefeton ^Ffr 
TOfer, TOT^ :— 

( l) TOFT TO TOT ?fefe 

(2) TR IrTOtT TOR ^ TOt!^ sflr TTTOR niTO 

feTO TO TOj^TOa ^ TrTOn frfe TO *rf ^ i 

( 3 ) FRTOft -R n%n rr TO TO TOf; 

ftfiw Rft % fer Wrf ^ ffe TOr tTO*t to 

#t fen w -— 


TO 

RTOr TO TR 


3 T 4 

TOrt 



TOrt 


TO 

rrtTO 


R TO 

wt 


(•«) 

TR^rfer fefar TOR TO 1 RT Rrt TO TOTOTO 
r Rfar Y - ffe tTOttr faro tot to i 

(TOYrNH) 

(5) 

Rh to 1 


(«) 

RTR JR* RTRT, TOR TO R (Cl, TOfaT y tTO TO rTOY 

Tot TOTOtrrt 1 

(7) 

TOY m to TOf fen# Yrn TO TO wrTOg 

to wr fTO ferr RTRT RTfe 1 

(S) 

TOR $T TO RTR TO T W 


(9) 

tfjTOto rwt 


(10) 

fe inR % 3 RTOT R fRPer: RTO ®WT 

TOto RTRTR 


TO 5RR WR fen TOR RTf^tr 1 


(11) U < 4 ° R. R 6° R. TOTOfe 1 

(12) torTr Rr ttR t r to rtotr fron tort rtIri i 
few : 

toft TO Rrom rRtoit TOfero^V % fe ^rronr 

WFRrt % nroTOR TOTO TOR fTOTOrK RfenTO qr ferro 
TOY RR R fet Sjrr ^Rfe R^ 7R p fa faTO fTOYlR RWR 
to qfefefeTO R r?| fafer ttrt to totR rIrtotr tort 
rttow I 

^TR 12R 

5p. TRJR RPR 7R R T TOf Rfe T7f TOTrY T7 ffe RTOrfe $R 
fa fa 0 " RTOIR TOTOtR I 

RRR RR RR7, RR ^ YyptY TO vrti n R?i ftff 

TOTO RMTT faR ^ I RpT3 RT W R^R % ffe l(RRfe 

RR ^ fRR nrRTOT* ^RRR RYTOR WlX^fTO :- - 
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sqjrfa ft at fftq ^ nftforct & 


(07) 'TTror 

t^pi ^ * fan *rftfa?r ^ % tfifttwo ;<ja<R w 

50 ay 4te T srtfan ft i 

oq^t tfx 20° ft 25° a. ^ ^rwro qffta arai^faa 

jjftqr *n%q i sir ftrp qarr pfrrr aar trqft qaFq wm oft worm 
fint aftr aq^ «ftft 4 tr stir i ^ft tt^pi ¥0 ft ’jqfo** 
▼fr fam sqqm i 

qm t?ft qwt oft qnrft jqft nr <fat qft toft orr srq>r 
of% fftarq rmowi ftrr aRr % faa% faq arjT^r <r*f q% 
5fa oo^itq fas: orp^n ^ qafa % rqtfR oftsrrqftti 
(« # ) sqr^ 7 

(i) wfrfe*F w--^r/ffh qm/^F mu 

(ii) q^vftFF 

(iii) qs*ftn mq wtij 

(iv) Wqqa JTflftfftq ^'^T'-uq 

(v) F 

(yi) (upfWr) 3ftr fo^O TTT$l(fa*ft (?rV^%07) 

tfm 

(vii) 

(viii) 

(ix) qw wx armft 
(x) *rqqft (mwfr), fantft (qftrftc*) ark <Rt 
(x.i) qqfa*. 

(xii) ftRft i° ft. ft <3°ft. a* arcRR mrrq 

t^t nr o% srFqftw (fwittro) «r*rfift£r xt i 
xfirrsT^ ft armpr ^fftftsto (f>3?rtft»r) srF ftmw 

(wnr) qffta ^TnT i 

(xiii) ^ qwFt aftr qfjqq awrfiflT 

(*wfe*) 

(*T) ooffto?: 

orx wo owft % faq fttft wftroft 

uftfwi ft1 ^ Wi ftp ^7 0*PfKt sffjfarfTyq 3rorfrfwi % :-- 

(i) ooftWr Pio^ftroft mqw faq% or sow 

ufar tfF v^r ft i 

(ii) qqammT ^rtW/srqprm^r rrf?ro* ffto% qm ^qqoo 

*tlflT afa ft I 

(iii) sfitf ofOr oiRRRqr xWr nxt 

oo wnEsTa ^ i 

(a ) O^OT ypWFl : 

OWF^-fT ^aft 3ftr -sTRirgr (ft) Xof^fF^T 0. fx-rr ofoerR, 

^RTjfFT- - aft q^hTO 3T>T TTffV T^Fnlrff % 

Era, OT ^qlR T 8 ^. «r^ rt ^T E**ft % 

f^rrfqrnT G7rnT ft wmo$ 5t I 

(i) omn 3? ■rrpi TYwr (^) 

4 TftTt 3T ^oraff qrr %\rr\ | I ^ STR 

XTtrtfT^n o:t ^qtq fqrqr aft-* ^r ^^tir 

q^fto or^ 5 rtx ^ ^ xrtfFr ppm wi ^ apT ofo too *T*p 


ww\ gsg c^ifetn 4^7 (’aft it ?r oof fVor 

i 

(2) O^TOf^T OHT: 

(i) F^q^r WqT 4.5X1H 0 oh qfos OR 

o<ft ^nt i 

(ii) ^iTorrp, oRff *pt Fp frr 

3* Fr OTof^rafr ^ oft % ftR 

tfFr OSft?T"-f ?Tpp 20° ft. ft 25 ° ft. W ftxR 

fft^rr ^RT^rfir 1 ^ aftt oro^ 6 ft Orff iftm ^rf^/r i 

RTft 50 fftftpTFT ^FOr ?ftOl I ^ F^Of^T 

OP'ift oft 4° ft, or T'ffl ^TOr $ ffft Mftq'i Oft ^TOiFT- 
«PM O^t ^ arEr aoft OR ft 0:q 20 ^rRT 

?>n ^t^it i 

(iii) ftqFoor TdaiFT 

^fsp TT^Tferpr OF3T ft OFT qftfamsft (Wf) Oft 
ftom ahrfifcc ftftt J: ^rfftcr ftqftrq o aftr aft srV ^F (tft) 
rpF^P ^rroro % tftF ^TFWP *jf*P ft ftO ftF R 

ft^^ro ^tft ^ ^qHqrT fftao^r ^ftr ftOfft ft W R OOR 

opt srqftr ^rooror §, ofejpr Trroro flftfsn ?ft i 

(3) qrfftqrm ot^t: 

(i) ftriq^nr tjftTO? ft 24 Tft ftorvi % fftrr 

4° ft «° ft. o*p t^tt itrt 1 

(ii) nror 07[ qffte IX io 10 ft OR Offf ^tor 
Frf^tr 1 

(iii) Oq fftfftrTO qfPSTFT f«Pqr ^FTr | 

(4) or^roR f^qftrr^ ^rror ; % q^oro 4 ft 

(,- or ftftfr ^ 'RrRr %qftrPi?i uft irr^ afF ^ft ^rPFf %q- 
Tftifqq —3 0 ° ft ft 4 o' 3 ft. qr ^rr wni m ^ft 1 aft oft wry 

qftrfyTq T^T arr ^or | 1 

( 5 ) orfaroTFT anr : a? ^ooo aiF faaftifqo ^pqr 

07T WF tVftr qor -sr^atfttptfftar orrao: tt 

ft 1 c ^raqr ftq^ % h ftJ % fttor ft rwftrrqa Ppar 
arprr ft 1 

(«P) WROrrqf : %q ?TO^T otT-3 0° ft, ft w^FP aia- 

Pro qr qF%5 rcrr aflr l or vr ^rfft ; P 

Oqq qfRfw T^rr Iff q^7qr ft I 
(75T) qM?rr-^q atr?R iTTrat ft q%^R>q?rfwr ^F’P 

qrqiwr ^ Fro qfe 50 ^fq^f ft or srlf ftrftr 
ar%ft 1 

»y. c?qrjqr 

^Far ’ftftFw * Piq wo re^t % fftq Ejrq pfta *Pt 
nwar ft #: ftpfr »fp ^r a aawT otv iffsft ar^ftq 1 

too y<f7"t *pt, Er^ft‘ wqRraff q^ wrRr qFftrq ^rft % 
rqftfw nq ft WJjjrm Pppt qqr ft fttft -j^fisr^ qrqafto 
q»r ^qrrw o^wr 'orf^q j 

(o>) w^aror : Riftr Frq ^^Trq ft Fr qf^4 qroo 

wo opr % wo 37 f^q ft EO% ^RTr^f ^fttt 

fttroa % firq aror *r f qaq ppqV^T:^ ar ftEftt- 

Tfttryq qpfra Ff ftw fttdR % Oqq sqprjftq: 

qwF7q fORT 7JV T q r ^flfq | ffttOTcJ STfftfafW f^q 
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«nj t i fvfonw ffwr vt ^ sEOftpr v^r 
f-ir cpit v 7>f £ ftft flftr fvft 

srf'iranr stm HiErr sttt r-rfV^r FftvRi % 

«T” ft^rr i‘prr i 

ftr) "fftF *Eftft : TfFr v"T ^rf^rr v vp*r £> 

fv}- sjfii vrrfivs v fr 4 ft ?r w ^r Fi%t T 
fit -Tvr f^r-arr Fprft srn^: v^ftr vrfttr 1 
(t) esfiwrr vr ffev 

(f) sr 3 v istev-500 frrWiTr 15 f-nr TT ^tt 
e visFr 1 

f -) Fttv fft- 1 n 0 0 f^r-fi f Fvftv 1 

(:t) spjv ft- i -* f 0 0 0 (Vft-f ;r c'rr^rr 1 

ft^W : vqr7 F£vf Vi 3TRfa=i FfaTft &^TPTO TI'^TTf % 
ft^TiFFR TO-r-^r $ wn-ft KTTf Fft ftftiW FftFnfr 
% ftcrR vt svrff v g* v-tvi vs tr *t ft; faft- 
ftrVr^ feCt vr T^if^Kiirf 4 -?*=- fFftn vt-’i ?rr 
^rTT^ vtfp «nT^rF flr 1 

[f* fvt- un'i 3 / 9 /a 5 -if ff ft p)] 

faff Tft*R fPFv 

f^rrr .—Ffaft aflr fvtgtc- fpttt ftF*r, 1945, 1-5-79 

wr mrirfan fvf tftrt ^rft f^fr qv^rr finrrr) 

SW'J^ F f-V# arhfiT vft FFTiJF FTfift, FfofVTF Ffr ftFF 

(ft. ft. ft, ftJ ft ft, F^fffaiR % 1 crttfi^ fw 

fW F FRF V VRVT FTff- 2 , ^ ( 3 ) (i) 4 TTT^nT f4R- 
faftpT Ffa^FPiff frlTT ftfrfftT fan Tfrr ^ ;— 


1. 

FT. TT.fr. 

12 41 mvftr 6-10-1979 

2. 

FT. VL fa. 

1242 6-10-1979 

3. 

FT. VT.fff, 

1243 vftTT 6-10-79 

4. 

FT.VT ft. 

1281 Frfftl 12-10-8'J 

5. 

ft . vr, ft. 

430 vrfT^ J 9-4-80 

6 

FT VT-ft. 

77 9 2 6-7-8 0 

7. 

FT. VT. ft. 

5-l0(sr) ffril 7 ? 22“D-80 

8, 

FT. VT.fr* 

680(F) FPF3T 5-12-80 

9. 

FT. VT.ft. 

68 1 (f) TRftT 5-12-80 

10 

ifi.vr.ft. 

682 (3T) 5-12-80 

1 1. 

FT. VI .ft. 

27(F) Frtftl 17-1-8 1 

1 2. 

FT.Vi .ft. 

478(F) F.fhV 6-3-81 

13. 

ft.V, ft. 

62(f) FTfteT 15-2-82 

1 4. 

FLV, .ft. 

462(F) 22-6-32 

1 5, 

FT.VT.ft. 

510(f) FT#V 26-7-82 

16. 

FT.VT.ft. 

13(F) FRhV 26-7-82 

17. 

FT. VT.ft. 

3 13(f) TRft' 1-5-8 1 

18. 

FT. VT.ft. 

331(f) Frfhv 8-5-84 

19. 

FT.VT.ft. 

460(f) FKfar 20-6-84 

20. 

FT. VT.ft. 

487(F) FliftT 2-7-84 

2 T 

FT. VT.ft. 

89(F) FftftT 16-2-85 

22. 

FT. VT.ft. 

788(F) FLftTV 10-10*83 

2 3. 

FT, VT.ft. 

17(F) VTfnr 7-1-84 

24. 

FT.VT.ft. 

]049(*r) frrftw 29-5-86 


785 Gl/9-—2 


j 5 . 571. o,:j. fir. io 6 o(<r) ?mm 5 - 9 -qo 
20. WT.W.Pf. 1115 (f) *Tim 30-9-SG 
27. FT.TTT.fT. 7l(F) TTft^ 30-1-87 
78. FT.*PT,fT 570('iT) TTfaj 12^0-87 

29. FT.rF.fr. 620(F) FRfj 2-7-87 

30. FT.TT.fT. 792(F) FPVsT 17-9-87 

31. FT.-iT.fr. 371(F) ?1T%5r 14-3-88 

32. FT.TT.fF. 75(F) FlftF 2-6-88 
33-FT.qT.fr. 675(F) FTGt 2-6-8 8 
3-1. ft. qr.fr. 676 (f) crrfN - 2 - 6-88 

35. FT.TT.fr. 677(F) TRfiT 2-6-88 

36. FT.VT.fr. 681 (F) FPTtF 6-6-88 

37. FT.VT.fT. 735(F) FT?Vf 24-6-88 

38. FT.VT.fr. 813 (f) FT$TF 27-7-88 

39. FT.VT.fT. 944(F) TPT^ 21-9-8S 

40. FT.VT.fT. 43(F) TPTF 20-1-89 (*jfSW) 

41^ FT. r iT.fr. 44 (f) FPTF 20-l-8D(^&Wr) 

42. FT.VT.fr. 100(f) FROT 14-2-88 

43. FT.VT.fr. 4 13(F) Ffffv 12-4-S9 

44. FT.VT.fT. 588(F) TT^TF 2-6-89 
4 5. FT.VT.fr. 891 (f) FT^T 11-7-89 
4 6. F1.VT.fT. 734(F) TRfT 28-8-89 

47. FT.VT.fr. 1U(F) TKl'^' 101-90 

48. FT.VT.fr. 731(f) vrffv 23-8-90 

49. Fr.VT.fr. 865(F) FrPr6r 25-10-90 

50. FT.VT.fr. 11 (f) rm^ST 7-1-91 

51. FT.VT.fr. 223(f) Fpffg- 104-9 1 
52* FT.Vr.fr. 246(F) TRT^ 1-5-91 

53. FT.Vr.fr. 302 (f) FTffF 7-6-91 

54. FT.VT.fr. 491(F) 25-7-91 

55. FT.VT.fr. 495(F) mffjT 25-7-91 

56. Fr.vr.fr. 532 (F) rrffar 14 - 8-91 

MINISTRY OF HEALTH AND FAMILY WELFARE 
(Departtnent of Health) 

NOTIFICATION 

New Delhi, the 26th M'ar'ch, 1992 

G.S.R. 352(E).—The following draft of certain rules 
further to amuid the Drugs and Cosmetics Rules, 1945, 
which the Central Government proposes to make after con- 
Gulintion with the Drugs Technical Advisory Board, in 
exercise of the powers conferred by sections 12 and 33 of 
i\vt Drugs and Cosmetics Act, 1940, (23 of 1940), is hereby 
published, as required by the sviid section for the informa¬ 
tion of all person's likely to be affected thereby and notice 
Is hereby g-'ven that the said draft rules will be taken into 
consideration on or after the expiry of period of forty five 
davs from the dafe on which the copies of the Official 
Cvz^ltes in which this? notification is published arc made 
available to the public; 

Anv objections or suggestions which may be received from 
rrv person with respect to the said draft rules before the 
/ "rTry of the aforesaid period of 45 dajs will be taken 
into consideration by the Central Government; 

Objections or suggestions, if any, may be sent t 0 the 
Jn'-’t Secretary to the Government of India, Ministry of 
Health and Family Welfare, Nirman Bhavan, New Delhi, 
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[Part II— Sec. 3(i)] 


DRAFT RULES 

\. 'these rules may be called the Drugs and Cosmetics 
(Amendment) Rules, 1992, 

2. In the Drugs and Cosmetics Ruleti, 1945 (hereinafter 
referred to as the said rules), in rule 75:— 

(1) in the running head, the words and letters "exclud¬ 

ing these specified in Part XB" shall be inserted at 
end; 

(ii) in sub-rule (1), for the words and letter "excluding 
those specified in Schedule X" the words and letters 
"excluding these specified in Part XB and Schedule 
X" shall be substituted, 

3. In rule 75A of the said rules, in sub-rule (1), for the 
words and letter "excluding those specified in Schedule X*\ 
the words and letters "excluding those specified In Part XB 
and Schedule X” shall be substituted. 

4. In rule 76, of the said rules in mnning head and in 
the beginning portion, for the words and letters "excluding 
those specified in Schedule X”, the words and letters “ex¬ 
cluding those specified in Part XB and Schedule X" shall 
be substituted. 

5. After Part XA of the said rules the following part and 
rules shall be inserted namely:— 

"PART X-B” 

Requirements for the Collection, Storage, Processing and 
Distribution of whole Human Blood and Human Blood 
Components. 

122-F—Form of application for licence to operate a 
Blood Bank for the processing of whole human blood or 
Human Blood Components for Mile or for distribution. 

ft) Application for the grant or renewal of licence for 
the operation of o Blood Bank or|and for manufacture of 
Human Blood Components shall be made to the licensing 
authority appointed under Part VII in Form 27C and shall 
be accompanied by licence fee of rupees nix hundred and 
inspection fee of Rupees three hundred for first inspection 
or rupees two hundred m the case of renewal of licence; 

Provided that if the applicant applies for renewal of 
licence after its expiry but within six months of such expiry 
the fee payable for the renewal of the licence shall be 
rupee*; six hundred plus an additional fee at the rate of 
rupees two hundred per month or a part thereof in addi¬ 
tion to the inspection fee : 

Provided further that a licensee holding a licence in 
Form 28 for operation of blood bonk shall apply 
for grant of licence under sub-rule (1) before the 
expiry of the said licence under Form 27-0 and he 
shall continue to operate a blood bank till the 
orders on his application are communicated to 
him. 

(2) A fee of rupees one hundred shall be paid for a 
duplicate copy of a licence issued under thfo rule, If the 
original is defaced, damaged or lost 

(3) Application by a licensee to manufacture additional 
Items listed in the application shall be accompanied by a 
fee of rupees fifteen for each item listed in the application. 

122-0 Form of licence for the operation of a Blood 
Bank or for processing whole Human Blood and Human 
Blood Components and the conditions for the grant or 
renewal of such licence. 

A licence for the operation of a Blood Bank or for pro¬ 
cessing Whole Human Blood and Human blood components 
shall be issued in Form 28-C. Before a licence in Form 
28C Is granted or renewed the following conditions shall 
be compiled with by the applicant :— 


!'D The operation of the Blood Bank or processing of 
Whole-human blood and human blood components 
Miall be carried out under the active direction and 
personal supervision of competent technical staff 
consisting of at least one person who is whole 
time employee and who is Medical Officer having 
MBBvS Degree and experience in Blood Bank for 
6 months during regular service, lie shall also 
have adequate knowledge and experience in blood 
group—serology, blood group methodology and 
medical principles involved in the procurement of 
blood. 

(ii) The applicant shall provide adequate space, plant 

and equipment for any or all the operations of - 

blood collection or blood processing, The space, 

plant and equipment required for vraious operations 
is given in Schedule ‘F’ Part XT1 B and/or XII C. 

(iii) The applicant tthall provide and maintain adequate 

technical staff as specified in Schedule V Part 
XHB and/or XHC, 

(iv) The applicant shall provide adequate arrangements 

for storage of Whole Human Blood and Human 
blood components. 

(v) The applicant shall furnish to the licensing Authority. 

if iequircd to do so, data on the stability of 
Whole Human Blood or blood products which are 
likely to deteriorate, for fixing the date of expiry 
which Nhall be printed on the tables of such pro¬ 
ducts on the basis of the data so furnished. 

122-H Duration of licence,—An original licence in Form 
28C, or a renewed licence in Form 26-G, unless sooner sus- 
pended or cancelled shall be valid upto the 31st December 
of the year in which it is granted or renewed. 

122-1 Inspection before grant of licence.—Before a licence 
in Form 28C is granted, the Licensing Authority shall cause 
the institution where the Blood Bonk is proposed to be 
operated or processing of Whole Human Blood and Human 
Blood Components, as the case may be. are proposed to be 
carried out to be inspected jointly by the Inspectors of the 
Central Drugs Standard Control Organisation and the State 
Drugs Control Organisation, who shall examine the pre¬ 
mises and equipments intended to be used for the operation 
of the Blood Bank or processing Whole Human Blood or 
Human Blood components and also inquire into the pro¬ 
fessional qualifications of the expert staff and other tech- 
nical staff to be employed. 

122-J Report by inspector.—The Inspector or Inspectors 
shall forward to the Licensing Authority a detailed descrip¬ 
tive report of the inspection. 

122-K Procedure of Licensing Authority.—(i) If the Licen- 
singh Authorty after such further enquiry, if any, as he 
may consider necessary is satisfied that the requirements 
of the Rules under the Act have been complied with and 
that the conditions of the licence and the Rules under the 
Act- wall he observed, he shall grant a licnece in Form 
28-C 

(ii) If the Licensing Authority is not satisfied he shall re¬ 
ject the application and shall inform the applicant of the 
reasons for Mich rejection and of ihe conditions wh ? ch shall 
be satisfied before a licence can W granted and shall supply 
the applicant with a copy of the inspection report. 

122dL Further application after rejection,—If within a 
period of six months from the rejection of an application 
for a licence the applicant informs the Licensing Authority 
that the conditions laid down h■■'-e been satisfied and de¬ 
posits an inspection fee of ruoee fiftv the Licensing Autho¬ 
rity mav. if after causing a further inspection to be made 
is satisfied that the conditions for the grant of a licence 
have been complied with, grant a licence in Porn, 28-C. 

122-M Renewal.—On application being made for renewal, 
+hc licencing Authority may cause an inspection to be made 





ot the miinufaclured product and shall supply to 
such inspector such imormution as he may require 
lor the purpose of ascertaining whether the provi¬ 
sions of the Act and Rules tnereunder have teen 
observed. 
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jointly by the Drugs inspcctois of Central Drugs Standard 
^ouuoi uryumsauou ana atnie Drugi control urbanisation 
.mu, a suiiaiued dun tne conditions of me licence and me 
ivuics unucr me Act are, ana will continue to be observed, 
snail gram a certmcaie of renewal in Form 2bG. 

1Z2-N Provision ior appeal to the State Government by 
u pauy whose licence uas not occu granted ur renewed.— 
Any person wno is aggrieved by tne oiuer passed by the 
licensing Authority musing to grant or renew a licence 
m boirn esc or abG may witbhi 30 uays irom the date 
01 tcceipi oi such inner, appeal to the Mate Government 
and the Male Covermnent may, after such enquiry into 
ue mailer us it considers neccssmy ana niter giving the said 
person an opportunity lor repiesenting his view in the 
a’ufiei make such order in leiaung memo us it thinks 
III. 

1 22~o Addi tonal Information to be furnished by an 
applicant ior licence by a licensee to Lite .Licensing Auiho- 
my. —rue application ior tne grant of licence or any per¬ 
son gianteu a licence under itm Part shah, on demand 
juimsil to the Licensing Authority, betore Uic grant ol the 
licence oi uumig uic period the licence is m lorcc # as the 
case may tc a documentary evidence ux respect ui the owner¬ 
ship oi occupation, rental or other basis of the premises, 
specified m me application lor licence or m the licence 
granted, consulunon ot the firm or any other relevant 
matter, which may be required for the puipose of veruy- 
mg the correctness of the statement made by the applicant 
or the licensee, while applying tor or alter o Dialling the 
licence, as the ease may be. 

122 -P Cancellation and suspension of licences.—U) The 
Licensing Authority may, after giving the licensee an oppor-, 
tuiniy to show cause why such an order should not be • 
passed by an order in writing staling the reason theiefore, 
cancel a licence issued under this part or suspended it tor 
such peiiod as he thinks ht, either wholly or m respect of 
some o± the substonces to which it relates, it in his opinion, 
the licensee has lulled to comply with any of the condi¬ 
tions of the licence or with any provision of the Act or 
Rules thereunder, 

(2J A licensee whose licence has been suspended or can¬ 
celled may, within three months of the dale of the order 
unae: sub-rule (H prefer an appeal against that order to the 
Mate Government, which shall decide the same. 

122-Q Conditions of licence—A licence in Form 28-C shall 
be subject to the special conditions set out in Schedule F, Part 
XJi-B and Part Xll-C as the case may be, whiafr relate to 
the substance in respect of which the licence is granted and 
to the following general conditions :— 

{[) (a) The licensee shall provide and maintain adequate 
staff, plant and premisea for the proper operation 
of a Blood Bank or for Processing Whole Human 
Blood or Human Blood Components. 

IbJ Ihe licensee shall maintain staff, premises and equip¬ 
ment as specified m Rural 122-G. The licensee 6hall 
maintain necessary records and registers as specified 
in Schedule T, Part XU-B and XII-C. 

(cl The licensee shall test in his own laboratory Whole 
Human Blood and shall maintain records and regis¬ 
ters in lespect of such tests ax specified in Schedule 
K Part XII-B and XU-C. The records and regis¬ 
ters shall be maintained for a period of five years 
from the date of manufacture. 

(li) The licensee shall allow an Inspector appointed 
under Act to enter, with or without prior notice, 
any premises where the activities of the Blood Bank 
are being carried out, or the processing of Whole 
Human Blood or Human Blood Components is be¬ 
ing earned out and to inspect the premises and 
plant and the process of manufacture and the means 
employed for standardising and testing the subs¬ 
tance, 

(lii; "ihe licence shall allow an Inspector appointed 

under the Act to Inspect all registers and records 
maintained under these rules and to take samples 


uv) The licensee kbull from time uptime report tu the 
Licensing Authority any changes in the expert staff 
responsible tor tne operation of a Blood Bunk or 
m me processing oi vVhoie Human Blood or Hu¬ 
man Blood Components and any material altera¬ 
tions in the premises or plain used for that purpose 
which nave been made since the daLe oi last inspec¬ 
tion made on behalf ot the Licensing Authority 
before the grant oi the licence. 

A) i he licensee shall on request lurmsh to the licens¬ 
ing Authority, Lonu ailing Authority or to such 
Authority as the Licensing Authority, or the Con¬ 
ti oiling Authority may ouect, from every batch/ 
unit oi a:ugs as the Licensing Authority or Control¬ 
ling Authority may from tune to tune specify, 
samples of such quantity as may be considered ade¬ 
quate by such Authority tor any examination ana, 
lr so requited, also furnish full protocols of ihe test 
which have been applied. 

(vi) If the Licensing Authority or the Contiolling 
Authority so directs, the licensee shall not sell or 
offer for side any butch/unit in respect of which a 
sample as, or protocols are furnished under the last 
proceeding sub-paragraph until a certificate autho¬ 
rising the sales ol Batch/unit has been issued to him 
by or on behalf of the Licensing Authority or the 
C out rolling Authority. 

(vii) The licensee shall on being informed by the Licen¬ 
sing Authority or the Controlling Authority, that 
any part of any batch [unit pf the subs Lance has 
been found by the Licensing Authority or the Con¬ 
trolling Authority not to conform with the stan¬ 
dards ot strength, quality or purity specified in these 
Rules and on being directed so to do, withdraw, 
from sales and so tar as may in the particular cir¬ 
cumstances ol the case be practicable recall all 
issues already made from that batch/unit. 

fviiij No drug manufactured under the licence shall be 
sold unless the precautions necessary for preserving 
its properties have been observed throughout the 
period after manufacture. Further no Drug manu¬ 
factured under this licence shall be supplied/dis¬ 
tributed to any person without prescription of 
Registered Medical Practitioner. 

(jxj The licensee shall comply with the provision^ of the 
Act and of these Rules and with such further re¬ 
quirements, if any, as may be specified in any Rules 
subsequently made under Chapter TV of the Act, 
provided that where such farmer requirements are 
specified in the Rules, these would come in force 
four months after publication in the Official 
Gazette. 

(x) The licensee shall maintain an Inspection Book in 
Form 35 to enable an Inspector to record his 
impression and defects noticed,” 

UU Ihe licensee shall destroy the docks of drug which 
do not comply with Standard tests in such a way 
that it would noi spread any disease/infect ion by 
way of propei disinfection methods. 

S. In Schedule A of the said rules :—(a) After Form 26-F 
ihe following Form shall be inserted namely :_ 

l iFOrvM 26-G M 
(Set Rule 122-M) 

Cejiiticatc of renewal of licence for the operation of 
Blood Bunk or for processing of Whole Human Blood and 
Human Blood Components. 
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1. Certified that, licence No.- - — granted on 

the....for the operation of Blood Bank and 

for Processing of Whole Human Blood/Human Blood Com¬ 
ponents at the promises situated at—-— —-—-—has 

been renewed t'l om---lo-. 

2. Name of the Technical staff-*- 

2 .-—-*--—- 

Date---—--■*-> 

Signature-—- 

Designation-- 

(b) in Form 27, in llic running head and in paragraph 

1 , lor the words and letter “excluding those speci¬ 
fied in Schedule X'\ the words and letters “exclud¬ 
ing those specified in Part XB and Schedule X” 
shall be substituted; 

(c) in Form 27-A, in the running head and paragraph 
1, lor the words and letter “excluding those speci¬ 
fied in Schedule X” the words and letters “exclud¬ 
ing those specified in Part X-B and Schedule X” 
shall be substituted. 

(d) after Form 27-B the following Form shall be insert¬ 
ed, namely :— 

“FORM 27-CT 

(See rule 122-F) 

Application for giant of renewal of licence for the Opera¬ 
tion of Blood Bank or for processing of Whole Human 
Blood and Human Blood Components. 

1. 1/We-—— - ■■■ hereby apply for tho grant/ 

renewal of licensee to operate a Blood Bank/and lor the 
Processing of Whole Human Blood and Human Blood Com¬ 
ponents. 

Names of the Human Blood Component intended to be 
processed should be specified. 

2. The name, qualification and experience of expert 
staff. 

(a) Name(s) of Medical Officer. 

(b) Vametsj of Registered nurse. 

(c) Name(s) of Blood Bank Technician. 

3. The premises and plan are ready for inspection will be 

ready for Inspection on-——. 

4. A fee of rupees--and an inspection fee of 

rupees-has been credited to the Government 

under the head of account-. 

Signature--- 

Designation-- 

Dated- 

(e) after Form 28-B the #*;jowmg form shall be inserted, 
namely :— ; 

“FORM 28C 
(See rule 122G) 

Licence to operate a Blood Bank/and processing Whole 
Human Blood/Hnman Blood Components for sale or for dis¬ 
tribution. 


Number of licence-Date of Issue-- 

L --- is hereby licensed to operate a Biood 

Bank/Process Whole Human Blood or Human Blood Com¬ 
ponents at the premises situated ftm- -*_ 


2. Name of approved expert staff---— 

2 . - ~ «■ ■ ■ ~ - 

'N, 

3. The licence authorise the distribution and the sale and 
.storage tor distribution or for sale by the licensee of Whole 
Human Blood or Human Blood Components manufacliued 
under this Licence subject to the conditions applicable to 
licence for sale. 

4. The licence will be in force from-*- 

to-- 

5. The licence is subject to the conditions stated below 
and to such other conditions as may be specified m the 
Rules for the time being in force under the Drugs and Cos¬ 
metics Act, 1940. 

Signature-——— 

Designation-- 

D ate of 1 ssue- 1 

CONDITION OF LICENCE 

1. This licence and any certificate of renewal in force 
shall be kept on the approved premises and dial! be produc¬ 
ed at the request of an Inspector appointed under the Drugs 
and Cosmetics Act. 

2. Any change in the expert staff shall be forthwith re¬ 
ported to the Licensing Authority. 

3. The licensee shall inform the Licensing Authority in 
writing in the event of any change in the constitution of the 
firm operating under the licence. Where any change in the 
constitution of the firm takes place, the current licence eh&V 
be deemed to be valid for maximum period of three month 
from the date on which the change takes place unless, in the 
meantime, a fresh licence has been taken from the Licensing 
Authority in the name of the firm with the changed consti¬ 
tution.” 

7, for Part XFTB of Schedule-F of the said rules the fol¬ 
lowing parts shall be substituted, namely 

“PART XII-B 

SPACE, EQUIPMENT AND SUPPLIES REQUIRED FOR 
A BLOOD BANK 

A. Accommodation for a Blood Bank. 

Minimum total area shall be 100 sq. metres having appro¬ 
priate lighting and ventilation with washable floors and shall 
consist of seven rooms, namely: — 

(1) Registration and Medical Examination room. 

(2^ Blood Collection Room (This shall be air condition¬ 
ed). 

(3) Room for Laboratory (This shall be air-condition¬ 
ed). 

(4) Sterilisation and washing room. 

(5) Refreshment room, 

(6) Store and Records Room. 

(7) Laboratory for V.D.R.L. and Australian Antigen 
Tetaxms 

Note.—The Laboratory of the Blood Bank shall be used 
exclusively for blood grouping and Serology tests. 


i 
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B. tgUiPMiNTS. 

< 1) For Blood Collection room : 

1. Donor beds or tables : It should be suitably and 
comfortably cushioned and shall be of appropriate 
size. 

2. Bed Side stand, 

3. Sphygmomanometer and Stethoscope. 

4. Recovery beds for donors. 

5. Refrigeialors—maintaining temperature between 4 
to 6 U C with recording thermometer and alarm de¬ 
vice, 

b, Weighing machine. 

(2) Haemoglobin Determination : 

tf) Copper sulphate solution (spccfiic gravity 1.052); 

(ii) Sterile lancets. 

(iii) Capillary tubing 0-3 to 1,4X65 mm or pastcur 
pipettes). 

(iv) Rubber bulbs for capillary tubings. 

(v) Sabi's Haemoglobine meter. 

(3) Temperature and Pulse Determination : 

(i) Clinical thermometers. 

(ii) Equipments and material for asccptic cleaning of the 

thermometer. 

(iii) Watch (fitted with a second hand needle). 

Blood Containers 

(4) (a) Disposable plastic packs (closed system) as per 
the specification of USP. 

(b) Blood Collection Bottles. 

540 ml; with graduated capacity of upto 500 mb graduation 
mark provided with two rows in opposite direction indicate 
intervals ot 50 ml. from 0 to 500 ml. 

(c) Anti-coagulants : Anti-Coagulant solution shall be ste¬ 
rile, pyrogen free and of composition that will ensure satis¬ 
factory safety and efficacy of the Whole Human Blood and 
all the separate Human Blood Components. 

(i) Citrate Phosphate Dextrose Solution (CPD)—or ci¬ 
trate Phosphate Dextrose-Adenine-I (CPD-A)-14 ml- 
solution shall be required for 100 ml. of blood. 

(hi Acid Citrate Dectrose Solution (A.C.D. & Ftnmula 
A) I.P. Grade-15 ml. Solution shall be required for 
100 ml. of blood. 

Note.—T he licensee shall ensure that the anticoagulant 
solution bottles/pucks conforms to the standards laid down 
in I,P./U.S,P. 

B(5) Bleeding Sets 

Disposable Sterile Bleeding sets shall only be used. 

B{6) Blood Transfusion Sets 

Sterile Disposable sets with filters and Plastic spike shall 
only be nseef 

B(7) Emergency Equipment 

1. Small Oxygen Cylinder with Mask, (Gouge and Pres¬ 
sure Regulator). 

2. 5 per cent Glucose or Normal Saline. 

3. Disposable Sterile Syrings and Needle. 

4. 8 Sterile I.V. Fusion set, 

5. Ampoules of Adrenaline, Noihdronffme, Mephcinlim 
Betamethasone or Dcxnmethasone. 

6. Aspirin and Spirit Ammonia Aromatic, 

B(8) Accessories 

1. Such as Blankets, Emosis Basins, Haemostats, set Clamps 
Sponge Foiocops, Dressing Jars, Solution Jars, Waste Cant. 
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2. Cotton guage squares (9 cms.X5 cma.J, Medium cotton 
bails, 1.25 cms. Aanesive tapes, 

3. Denatured Spirit, 'tincture Iodine, Green Soap or Liquid 
and injection ot Procaine. 

4. Paper Napkins or Towels. 

C. REiRLSriMEN f SERVICES 

fruvision for reiving refreshments to the donor after phle¬ 
botomy may dc made so that he may be kept tor observation 
in tho Blood Bank fur any Untoward reactions. 

D. LABORATORY EQUIPMENTS 

(1) Refrigerator maintaining a temperature of 4° to 6°C 
with According Ihermamelcr. The refrigerator shall 
have lempreniture recording and alarm device* 

(2) Compound Microscope—with low and high power 

objectives, 

(3) Centrifuge Table model for blood grouping and cross- 
matching. 

(4) Water 13a throne for 37 °C and another for 56 °C. 

(5) Rh viewing box in case of slide technique. 

(6) Incubator-with thermostatic control, 

(7) Mechanical shakers for serological tests for syphill. 

(9) Serological graduated pipettes of various sizes, 

(9) Sexological graduated pipelines of various sizes, 

(10) Pipettes (Pasteur), 

(11) Glass slides, glass plates and/or porcelain in deep 

wcils or plates. 

(12) Test tubes of various sizes. 

(13) Precipitating tubes 6 mmX50 mm. 

U4j Test tube racks. 

(15) Interval timer electric or spring wound. 

(lt>) Equipment and materials for cleaning glass wares 
adequately. 

(17) Shipping containers. 

(18) Eiectrophercsls apparatus with chumber for Hepatitis 

B Antigen testing. 

(19) Suction pump. 

(20) Ice box for transhipment of blood units. 

E. REAGENTS 

(Ij Standard biood Grouping Sera; Anti A and Anti B 
and Anti AB all in double quantity and each of 
different brand or if from the same suppliers each 
supply should be of different lot bumbers, 

(2) Rh typing Sera; All in double quantity and each 
of diflercnt brand or if from the same supplier each 
supply should be of different lot bumber. 

(3) Reagnls lor serological tests for syphilis and positive 
^cra for controls. 

14) Anti Human Globulin Scrum (Coombs Serum). 

1 5) Albumin 20 per cent to 30 per cent for tests. 

(6J 0.9 per cent Saline. 

(7) Culture media and tubes. 

18) Wax pencils and labels. 

f?) Anti Serum for Hepatitis B tests and 4-ve and — ve 
controls. 

GO) Detergents and other agents for cleaning laboratory 
glass wares. 

F. GENERAL SUPPLIES 

Autoclave with temperature and pressure recording device. 
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G. PERSONNEL 

Every Blood Bard; shall have following categories of full 
time technical stuff and their number will depend upon 
the quantum of work. 

(1) Medical Officer having MBBS Degree and experience 
in Blood Bank for 6 months during regular services. 
He shall have adequate knowledge and experience 
in Blood Group serology. Blood Group Methodology 
and medical principles involved in procurement of 
blood. 

(2) Registered nurse, 

(3) Blood Bank technician with MLT qualification or its 

equivalent having adequate experience in blood 
grouping and serology work. 

(4) Laboratory Assistant with MLT qualifications or its 

equivalent, 

(5) Laboratory Attendant, 

li. TESTING 01 WHOLE HUMAN BLOOD 

(II It shall be the responsibility of the licensee to ensure 
tliat the Whole Human Blood supplied conforms 
to the standards laid down in the current edition of 
Indian Pharmocopoeia and. for all other tests pub¬ 
lished by the Central Government from time to 
time. 

(2) Freedom from HIV—Antibodies (AIDS Test)— 

, Every licensee will get sample of every blood unit 
tes.cd for treedom from HIV antibodies either from 
such laboratories spocufied for the purpose by the 
Central Government or his own laboratory. The 
date of performing such test shall be recorded on 
the label ol the container also. 

NOTE: 

1. Blood samples of donors in pilot tube and the blood 

samples of the recipent should be preserved for 
72 hours after transfusion. 

2. The blood intended for transfusion should not be 

frozen at any stage. 

3. Blood containers should not come directly in contact 

with ice ai any &tago. 

1 . EXPIRY DATE 

1, The date on which the blood is drawn and the date 
of expiry which shall be as prescribed under Sche¬ 
dule P to these Rules. 

RECORDS AND LABELS 

(1) Records—The permanent records which the licensee is 
required to maintain shall include the following particulars : 

(t) Blood Donor Register—Indicating serial number, date 
of bleeding, name of donor with particulars, age, 
weight, haemoglobin, blood pressure, medical exa¬ 
mination signatures of medical officer, bleeding tho 
. . donor, bottle number and patient’s detail for whom 
donated. 

(2) Blood Stock Register—Indicating bottle number, date 
of collection, quantity -in ml. ABO/Rh Group, results 
fur testing of V.D.R.L, Hepatitis-B to surface anti¬ 
gen, name of donor with particulars, remark on 
donation (Voluntary/Replacement/professional), uti¬ 
lisation issue number, components, prepared or dis¬ 
carded, certified by Medical Officer Incharge. 

0) Issue Register—Indicating serial number, date of issue, 
bottle number, ABO/Rh group, total quantity in ml,, 
name of the recipent, group of recipient, unit/insti¬ 
tution, details of cross matching report, indication 
for transfusion. 

(4) Register for A,CD. /C.P.D.; bottles/packs givfng de¬ 
tails of firm, batch number, date of supply, and 
results of testing. 


(5) Register for Diagnostic Reagents used—Name of the 
reagents, details of batch number and date of sup¬ 
ply and date of use. 

(6) Blood Bank must issue the cross-matching report of 

the blood of the patient alongwith the blood bottle. 

(7) Transfusion Adverse Reaction Records. 

(8) Records of Purchase, use and stock in hand of dis¬ 
posable needles, Syrings, plastic bags, sets shall be 
maintained. 

(li) labels 

The label on the blood container shall contain the follow¬ 
ing particulars namely;— 

(1) The serial number of the bottle. 

(2) The date on which the blood is drawn and the date 
of expiry shall be as prescribed under Schedule P 
to these Rules. 

<3) The ABO group with the Corresponding colour; the 
following colour scheme for labels shall be used 
for different groups :— 

Group Colour of label 

O Blue 

A Yellow 

B Pink 

AB White 

(4) The date on which the blood was tested for freedom 

from HIV antibodies. 

(5) The Rh Group, 

(6) Total volume of fluid, the proportion of blood, nature 

and percentage of anticoagulant. 

(7) The contents should not be used if there are any 

visible evidence of deterioration. 

(8) Nam© and address of Blood Bank. 

(91 Licence number. 

(10) Disposable Transfusing Sets with Alter must be used 

in administration equipments. 

(11) Keep continuously at 4° to 6°C. 

(12) Cross matched blood should be used. 

NOTE : The above requirements of Blood Bank are subject 
to modifications at the discretion of the Licensing 
Authority if he is of the opinion that having regard 
to the extent oCjnanufacturing operations it is neces¬ 
sary to relax or alter than in the circumstances of 
a particular case. 

part xnc 

A. MINIUM REQUIREMENTS FOR GRANT OF 
LICENCE TO MANUFACTURE BLOOD COMPONENTS 
FROM WHOLE HUMAN BLOOD. 

The human Blood components are prepared by Blood Banks 
as a part of the Blood Bank services. The minimum require¬ 
ments that are essential for grant of licence to manufacture 
Human Blood Components shall be — 

fa) PREMISES 

Minimum area required is 50 sq. m ter in addition to 
the area needed for the normal Blood Bank, 

The whloe area must be air conditioned with temperature 
control of 20 tn 25°C. It shall be clean well-lighted with 
washable floor, Tt shall also be ruitablv furnished. 

Treparatbn of Human Blood Components would be 
carried out only under closed system using double or triple 
packs except for Rod Blood-Cells Concentrate single bags 
may be used with transfer packs. 
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a' ) EQUIPMENTS 

(i) Plastic Packs—double /triple/quadruple. 

(in Air-Conditioner. 

(iii) I.aminer Air Flow Bench. 

(iv) Suitable Refrigerated Contrifnge. 

(v) plasma Ex pressor. 

(vi) Clipp er and clipsor Dielectric scaler. 

(viij Balance. 

(viiii Dry Rubber Balancing Material. 

(i\) Artery Forceps and Scissors. 

(x) Xppropriate labels. 

txi") Refrigerator maintaining a temperature of 1 & to 
6°C with recording thermometer. The refrigerator 
shall have temperature recording and alarm device. 

(xii) Platelet separator and Platelet incubator. 

(c) PERSONNEL 

The technical staff, mentioned hereunder are required for 
Humnn Blood Components. This is in addition to the techni¬ 
cal staff of the Blood Bank :— 

(i) Technical Supervisor|Senior Technical Asstt. with 
suitable qualification and experience. 

(ii) Laboratory Technical [Laboratory A^stt, with suitable 
, qualification and experience;. 

(iii) Registered Nurse is required where Plasma Pheresis 
is a regular feature. 

(d) TESTING ‘FACILITIES 

General—Facilities for ABO and Rh (D) grouping. 

Hepatitis—B and HIV antibodies testing are mandatory 
for each and every donor where blood is used for 
any of the blood components. 


(iii) Group specific tests to be carried out, 

(4) FRESH FROZEN iPLASM^ 

When plasma is frozen within 4 to 6 hours after blood 
collection nnd kept at minus 30°C to minus 40 °C in deep 
freeze it can be preserved for a period of one year 

(5) GRANULOCYTES CONCENTRATES 

It is concentrate of antihaemophilic factor prepared by 
thawing of the frozen Plasma by suitable method, Plasma is 
frozen from the blood within 6 hours of Its collection. 

(a) Storage—Cryoprecipitale shall be preserved at a 
r temperature not higher than minus 30°C and can bo 

preserved for a period of one year. 

(b) Activity—Antihaemophilic factor activity in the final 
product should be not less than 50 unit per supply 
unit. 

R PLASMA PHERESIS: 

A separate room should be provided within the area needed 
for blood components for plasmapheresis. 

These blood banks which are specifically permitted to 
undertake plasmapheresis on donors should follow the guide¬ 
lines mentioned hereunder :— 

UP Donors:—Requirements are similar to the selection 
of whole Human Blood Donor. In addition to that 
donor for Plasmapheresis ,s evaluated more carefully 
for weight, haemotoorit or haamotobin concentra¬ 
tion and total scrum protein. Findings are recorded. 
The Medical Officer should certify that donor is fit 
for Plasmapheresis and it should be carried out 
under supervision of a Medical Officer by a trained 
person. • < l 

(b) Informed Consent-^Donors must be explained the 
hazards of (Plasmapheresis and written consent must 
be taken from them. \ 

(c) Collection of Plasma— 


fi) HUMAN RED BLOOD CELLS CONCENTRATES 

fhey form a pail of routine Blood Bank services. If 
Plasma and other cellular components are not to be used 
and separation of Plasma is done under Laminar Air Flow 
Bench and if Blood is licensied, no separate licence is re¬ 
quired for it, otherwise they must be prepared iu plastic packs 
(closed system). 

(2) PLATELETS CONCENTRATES 

(i) Count of Platelet concentrates shall not be less than 

4.5X10° per umt. 1 

(ii) Storage Plaielets concentrates should be stored at 
20 to 25°C for a maximum period of 3 days 
with slow agitation to maintain disaggregation of 
the platelets and pH should no bo below 6. It 
should have 50ml. of plasma. If the Platelet con¬ 
centrates are kept at 4 C ’C, mutation is not required 
and it should have at least 20ml. of plasma. 

(iii) Compatibility Test : Since Platelet concentrates con¬ 

tain variable number of red cells, compatible ABO 
and Rh (D) factors are essential for transfusion. 
Since plate lets share HLA antigens, it is preferable 
(o use HLA identical donors specially when repeated 
platelets transfusion are required. 

(3 GRANULOCYTES CONCENTRATES 

(i) Storage should be kept at 4 to 6 # C for a maximum 

period of 24 hours. 

(ii) Unit of granulocyles concentrates should not be 
less than 1 X lO 10 . 


(1) Per silting—500 ml plasma once in fortnight. 

(2) Per month—not more than 1000ml. plasma. 

(3) E'er year total 12,000 ml. plasma, 

Note :—The above requirements of Hood components 
are subject to modifications at the discretion of the 
Licensing Authority if he is of opinion that having 
regard to the extent of the manufacturing operations 
it is necessary to relax or alter them In the circum¬ 
stances of n particular case”. 

[No. X.110I3|9|85-D(MS&PFA1 
B. S. LAMB A, Jt. Secy. 

Note 'The Drugs aud Cosmetics Rules, 1945 as 

amended upto L5-1979 Is contained In the publica¬ 
tion of the Ministry of Health and Family Welfare 
(Department of Health) containing the Drugs and 
Cosmetics Act and the Rules (PDGHS-61), Subse¬ 
quently the said rules have been amended by the 
following notifications published in Part II, Sec¬ 
tion 3, Sub-section (I) of the Gazette of 1 India 
namely:— 

L GSR 1241 dated 6-10-1979 

2 . GSR 1242 dated 6-10-1979 

3. GSR 1243 dated 6-HM979 

4. GSR 1281 dated 12-10-1979 

5. GSR 430 dated 19-04-1980 

6. GSR 779 dated 26-07-1980 

7. GSR 540(E), dated 22-09-1980 
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l 8. GSR 680(E). dated 5-12-1980 

9 . GSR 631(E), dated 5-12-1980 

10. GSR 682(E), dated 5-12-1980 

11. GSR 27(E), dated 17-01-1981 

12. GSR 478(E). dated 6-08-1981 

13. GSR 62(E), dated 5-02-1982 

14. GSR 462(E). dated 22-06-1982 

15. GSR 510(E), dated 26-07-1982 

16. GSR 13(E). dated 7-01-1983 

17. GSR 318(E), dated 1-05K9B4 

18. GSR 331(E), dated 8-05-1984 

19. GSR 460(E), dated 20-6^984 

20. GSR 487(E), dated 2-07-1984 

21. GSR 89(E), dated 16-02-1985 

22. GSR 788(E), dated 10-10-1985 

23. GSR 17(E), dated 7-01-1986 

24. GSR 1049(E), dated 29-08-1986 

25. GSR 1060(E), dated 5-09-1986 

26. GSR 1115(E), dated 30-09-1986 

27. GSR 71(E), dated 30-01-1987 

28. GSR 570(E), dated 12-06-1987 

29. GSR 626(E), dated 2-07-1987 

30. GSR 792(E), dated 17-09-1987 

31. GSR 371(E), dated 24-03-1988 
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32. GSR 75(E), dated 2-06-1988 

33. GSR 675(E), dated 24)6-1988 

34. GSR 676(E), dated 2-06-1988 
’5 OSH (77!E), dated 2-06-1988 

36. GSR 680(E), dated 6-06-1988 

37. GSR 735(E), dated 24-06-1983 

38. GSR 813(E), dated 27-07-1988 

39. GSR 944(E), dated 21-09-1983 Corrigendum 

40. GSR 43(E), dated 20-01-1989 Corrigendum 

41. GSR 44(E), dated '20-01-1989' Corrigendum 

42. GSR 100(E), dated 14-02-1989 Corrigendum 

43. GSR 443(E), dated 12-04-1989 . 

44. GSR 588(E), dated 2-06-1989 Corrigendum 

45. GSR 691(E) dated 11-07-1989 

46. GSR 784(E), dated 28-08-1989 

47. GSR 16(E), dated 10-J-1990 

48. GSR 731(F), dated 23-8-199Q) 

49. GSR 865(E), dated 25-10-1990 

50. GSR IKE), dated 7-1-1991 

51. GSR 223(E), dated 19-4-1991 

52. GSR 246(E), dated 1-05-1991 

53. GSR 302(E), dated 7-6-1991 

54. GSR 491(E), dated 25-7-1991 

55. GSR 495(E), dated 25-7-1991 

56. GSR 532(E), dated 14-8-1991. 
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